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Knauf 



Nonius Hanger Top 



Top part of the Nonius Suspension System. Attaches to Nonius Stirrup via Nonius Pin and is fixed on to the 
ceiling slab. Designed exclusively to be used with Knauf D11 Ceiling System. 



20 cm 


Mat. No. 


: 00003394 


30 cm 


Mat. No. 


: 00003395 


40 cm 


Mat. No. 


: 00003396 


50 cm 


Mat. No. 


: 00003396 


60 cm 


Mat. No. 


: 00003398 


70 cm 


Mat. No. 


: 00003399 


80 cm 


Mat. No. 


: 00003400 


90 cm 


Mat. No. 


: 00003401 


100 cm 


Mat. No. 


: 00003402 


Customized 


Mat. No. 


: 00010566 
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